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COST SUMMARY 


SYSTEM 4 SUPPORT, REQUIREMENTS 1 and 3 


TOTAL 
FEE AT ESTIMATED COST 
ESTIMATED COST 8.25% INCLUDING FEE 
Four (4) Equipment List AA o 
Fly-Away Kit for System 4 $ 87,598.72 $ 7,226.88 $ 94,825.60 
Two (2) Equipment List BB | , 
Depot Spares for System 4 43,799.36 3,613.44 47 ,412.80% 
Four (4) Equipment List CC : i 
SLOE for System 4 52,458. uy 4 327.84 56,786.28 ~ 
TOTALS $ 183,856.52 $15,168.16 $ 199,024.68 
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